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EXHIBIT B 

REVISED COST ESTIMATE 

EQUIPMENT LIST DD, FLY-AWAY KIT FOR SYSTEM 5, M-1 


Deleted Items: 


Material 
G&A Expense at 


25X1 


Reduction in Quantity Item s : 

Material 
G&A Expense at 


25X1 

Fee at 


Credit Balance Per Fly-Away Kit 
Credit Balance for Two (2) Fly-Away Kit 


Deleted Items Already Shipped: 

25X1 

Material 

G&A Expense at 

25X1 

Fee at 


Total Credit Balance for Two (2) Fly-Aw. 


25X1 


-j — — » r 


This documenf contains information affecting the national 
defense of tho United States v/ifhin the meaning of the 
Espionage Lav/s,Tl l.3 18 U S.C , Section 793 and 794. Its 
transmission or the revelation of its contents in any 
manner to an unauthorized person (s prohibited by law. 
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CtA4cC 
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SAPC- 2X806 
Copy ^ of 5 
2 1957 


Smut Sid, 

R«f»T«n^ is md« to your mem d&ted 18 thv 1957 oemcondug 
CMCC Dog Ho, 151X5.756 datod 4 Dot 1957, our ctmtrol no. 20205. 

Vo roviotfod tho Caatractor*B proposal and fwl that the 
costs alloeatod to FOG should bo as follotfst 


sm aiiflisg 


SHIT ccsT A im tgm mtAm 


25X1 

Systsa 17 

Syston Z7 Tost S(|uip. 
SystSB 17 Sandboys 
Systoa 17 Tost Equip 
&kiidbooks 


25X1 


A total of 
dots «f r ~ 7^ 


coats plus fas bars b een alloea tod to 


ftaods ral^r thm the 
lottor. 


This roqtiires an additi(n)al[ 


of FOG 


wHiti^ed in tho roferonc^ 


25X1 


SlfiGsrsly, 


25X1 


Dhs 


Distribution: 
0S!Cy2 


125X1 




- A-101 Proposals (Section D, Folder 7) 

- Project Comptroller 

- Project Chrono 




SA 


C' 




DMKrlnw (2/12/57) 


DOSUf^rST KS. 

frR i'l 



MS. ^ 



DfiTt! 


kliU 

At 


s.’icW£Bi_U64540i 


i c I yi t;, n‘r(tt 

SECHET 
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